Church of Prince William's Parish, known 
as Sheldon. Built between 1745-1755 with 
bricks that were brought over from England, 
wrapped in paper. Burnt down by British 
Army in 1779 and rebuilt in 1828. Again 
burnt down by Federal Army in 1865. 
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Ruins of Old Sheldon Church between Beaufort and Walterboro, S. C. 
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